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L. M. RUMSEY MFG. GO ., ST. LOUIS , MO. 



HARRINGTON’S PATENT DOUBLE CHAIJT 
SCREW HOISTING MACHINE. 

PRICE LIST. 

In ordering Chains, allow four feet of Chain to each foot of lift. 


Weight of 
Machine. 

Lift. 

To Raise. 

Price. 

Extra Lift, 
Per Feet. 

Pounds. 

Feet. 

Pounds. 



35 

8 

500 

$22 50 

$1 00 

52 

8 

1,000 

25 00 

1 20 

65 

8 

2,000 

30 00 

1 50 

76 

8 

3,000 

40 00 

1 75 

140 

9 

4,000 

60 00 

2 CO 

226 

10 

6,000 

75 00 

2 20 

258 

10 

8,000 

95 00 

2 40 

625 

12 

10,000 

140 00 

3 00 

750 

12 

12,000 

180 00 

3 75 

875 

12 

16,000 

260 00 

4 75 

925 

12 

| 20,000 

340 00 

6 00 


Any part being broken or worn can be replaced at slight cost. Indispensable 
for Veterinary Surgeons, the Iron Foundry, Machine Shops, Stone-Cutters, Con¬ 
tractors, Builders, Blacksmiths, Horseshoers, Carriage Shops, Cotton and Woolen 
Mills, Farmers, Grocers, Steamships, Ship Yards, Railroads, Teamsters, 
Warerooms, Steam Forges, Butchers, Boiler-Makers, Bridge Builders. 

Before Putting the machine to work, be sure and 
putin plenty of Oil so that the shaft will not run dry; 
put the oil in through the hole in top of case. 


HARHINGTON’S PATENT DOUBLE CHAIN QUICK- 
LIFT HOISTING MACHINES 

Are so arranged that they can be run at a rapid rate, either in hoisting or lowering any 
distance required. They are supplied with an efficient brake, for ease and safety in lowering 
the load. While the load is being raised with one end of the chain, the other end is 
descending for afresh load. With the 1,500 Hoist, one man can lift 600 pounds 10 feet a 
minute; with the 1,000 pounds Hoist, 300 pounds 20 feet a minute. This is a desirable Hoist 
for the Warehouse, Factory, Teamster, Farmer, Builder, Butcher and all places where 
light work is to be done. 

PRICES OF QUICK-LIFT HOISTS. 


Hoist to lift 1,500 pounds 10 feet. $32 00 


Extra Lift Chain, per foot. 


Extra Hand Chain, per foot. 


Hoist to lift 1,000 pounds 8 feet. 


Extra Lift Chain, per foot. 


Extra Hand Chain, per foot. 


0 32 


0 21 


30 00 


0 30 


0 20 


One man can lift 250 to 15,000 pounds, according to size of machine. 





















































